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Chloride of Lime in Sanitation.

Estimated cost of Disinfection of Entire Water Supply.

Year.
	Population.
	Average Daily Pumping in Million Gallons.
	Annual
 Cost.

1911 ......
	2,250,000
	450
	$57 500 00

1922
	3,000,000
	600
	7A 7nn AA

1935 ....
	3,800,000
	760
	97 100 00

1942 .....
	4,200,000
	840
	107 300 00


	
	
	

Estimated Cost of Filtration.

Year.
	Population.
	Daily Average Pumping Million Gallons.
	Annual Cost.

1922.   ..
	3 000 000
	600
	$1 Qf\c\ nnn on

1935 .....
	3 800 000
	760
	O OCA AAA   AH

1942 ....
	4 200 000
	840
	9 ^n onn on


	
	
	

134.  Filtered Water at Cincinnati.
Engineering Record, Vol. 63, p. 113, 1911.
135.   Cleveland, Ohio.
Engineering News, Vol. 64, p. 367, 1911.
The present water sterilizing plant at Kirtland Street, Cleveland, had been
installed to avoid an impending typhoid fever epidemic. The water supply of
the city was periodically threatened with gross pollution, principally from the
discharge of the Cuyahoga Iliver; 0.8 part per 1,000,000 of available chlorine
is being used. The chemical is applied to correspond with the operation of
the pumps. In the lake water normally there are present 5 parts per 1,000,000
gallons of chlorine, according to the usual water analysis.
136.  Cleveland, Ohio.
JACKSON, D, D.   Report to the City of Cleveland, 1912.
Jackson, when called in to remedy the defects of the lake water, brought out
a significant fact, proving removal of pathogenic germs by their settling out in
the municipal water pipe system. The epidemic was spread in uniform viru-
lence over the semi-circle of about one mile radius, adjacent to the lake shore,
and fell off entirely where the drinking water had traveled longer distances.
Within the affected area, samples from stop cocks taken after the water had
been at rest, showed abundance of B. coli.